

March 17, 1970 


Dr. William Steele 

Tobacco Institute Testing Laboratory 
5454 Wisconsin Avenue 
Chevy Chase, Maryland 

Dear Bill: 

The data on the new Industry Monitor are given below. These 
data were generated during the period January 12 thru March S, 
1970. 



Industry 

Monitor 

Number of 
Replicates 

Butt Length, tom 

28 

**>•* 

FTC Tar, mg/cigt. 

18.3 

— 

TPM, mg/cigt. 

22.8 

80 

Nicotine, mg/cigt. 

1.28 

32 

Water, mg/cigt. 

3.2 

32 

Puff Count 

9.4 

80 


Very truly yours. 


J, E. Wickham 
Research Scientist 


JEW:cb 

ccs Mr. L. F. Meyer 


PM3000953340 


Source: https://www.industrydocuments.ucsf.edu/docs/qpnk0001 



